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January 1h, 1958 S 
Headquarters Detachment 
Bolling Air|Force Base 
Washington 25, D. C. 
Attention: [xy Se 


Subject: Contract HF-22h9 
Gentlemen: 


Attached hereto please find our Invoices 1797 and 17975 for 
the equipment under Item 1 of subject contract. 


The four (4) systems were shipped to our Western Area Office 


for the purpose of accomplishing the rack mounting phase, Item 2 
of the contract. 
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